truction, will receive a thorough operational characterization and eva 
establish the practicality and reliability of the system for large-scali 
ilation exposures. The following operational features will be investig 
dity and temperature of puffing and purge air, consistency of dome pre: 
rticality and reliability of puff-volume calibration method, system com] 
ability under heavy usage, operational ease, and service and cleaning 
lirements. 


vation Date: May 10, 1976 


ent Contract Level: $290,000 
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